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IMPORTANT INSTRUCTIONS 
(Please Read Before Placing Your Orders) 


This catalogue is designed to help you sell more Ruby 
Lighting, by simply showing in living color the craftsman- 
ship and attention to detail, that goes into every reproduc- 
tion. We believe that it will prove of valuable assistance 
to you. 

When placing your orders pay careful attention to in- 
clude complete description and prices. Since most lamps 
and chandeliers are available in a variety of glassware, 
with or without crystals, or may be had in an adjustable 
model, failure to include all specifications and prices may 
result in a delay and necessitate our returning your order 
to you for further clarification. For complete information 
see the price sheet and the code below. 


CODES USED IN ORDERING 


a. 


STATE MUSEUM 


CP — CENTER PULL W — WHITE 

CB — COUNTER BALANCE MC — MILK WHITE CRYSTAL EDGE 
ADJ. — ADJUSTABLE DRES. — DRESDEN 

STAND. — STANDARD LB — LIGHT IN BASE 

F.O. — FRENCH OPALESCENT D — DECORATED GLASS 

CRAN. — CRANBERRY G — GLASSWARE ONLY 


SHIPMENTS — F.O.B. our factory, New York. 

ROUTING OF SHIPMENTS — IN ABSENCE OF SPECI- 
FIED CARRIER, WE WILL USE OUR BEST JUDGMENT. 

CLAIMS FOR DAMAGE IN TRANSIT — Each lamp and 
fixture is tested and inspected before it leaves the factory. 
All shipments are carefully packed by experienced packers 
in strict accordance with packing methods approved by 
the various carriers. Should there be breakage, or loss in 
transit, the carrier is liable, and neither you nor The Ruby 
Company is required to suffer any loss. It is necessary 
however, that you report such damage to the carrier and 
request an inspection report showing the extent of the 
loss. This inspection report becomes the basis for your claim 
with the carrier, which should be filed promptly. If you 
require assistance in filing the claim we will be glad to 
help you. 7 

ADDITIONAL CATALOGUES — Should your catalogue 
become worn, a new one will be sent to you at no charge. 
If quantities of catalogues are requested at one time, a 
net charge of $1.00 will be made for each catalogue. 

PUBLIC LITERATURE — A 40 page color booklet entitled 
“How to Decorate Your Home With Light” is available for 
your customers’ convenience. If desired, a booklet will be 
mailed to him at no charge, mentioning that it was sent at 
your request. Should a quantity of booklets be requested 
for mailing, or for your showroom use, your company name 
as it appears on your letterhead will be printed in the 
upper left hand corner of the address space on the cover 
of the booklet, and a net charge of $25.00 will be made 
for each 100 booklets. 

Note: Requests for quantities of catalogues or 40 page 
booklets must be submitted on your order blank with prices 
included. 

ALL LAMPS AND CHANDELIERS ARE UNION MADE 
AND BEAR THE UNDERWRITERS LABORATORIES LABELS. 


STATE OF CALIFORNIA 


Department of Pubkc Works 
SACRAMENTO & 19 
rendre 6325 Elvas Avenue ——~" 


Beptember 15, 1960 


‘The Ruby Co. 
‘129 west 27th Street 
‘New York 1, New York 


Gentlemen: 


Recently we purchased several lighting fixtures from you for 
use in the Columbia Historic Restoration progrem at Columbia 
toric State Park. Since that time we have received a one 
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Cover Illustration of #694 (see page 11) 
AS APPEARED IN GOOD HOUSEKEEPING MAGAZINE 


3620 The Duplex Burners and Qil Founts of this 5-light chandelier were stamped from the original dies. The two wheels 
on one side of the burner were used to raise and lower each wick, aud hss apelte, a thse opeaitor dle: a8 theta 


Gr MileeW hitesasishowns Diamelers2zu6 Bodyeler We 
PAPA ATE RICOTA ere BLE: GEE 19", 3020 on Page 55.) 


How To Decorate Your Home With Li glit 


Whether you’re building or remodeling, one 
of the most important decisions you make will 
be the selection of lighting for your home. The 
proper lighting can add dramatic accents for 


those important formal occasions, it can gener- 


ate the spirit of party gaiety, and it can help you 
enjoy the relaxed atmosphere of a quiet eve- 
ning at home. Most of all, it can protect your 
family’s health. Proper glare-free lighting pre- 
vents eye strain and headaches, reduces fatigue, 
makes reading more pleasurable. More than any 
other kind of home furnishing, lighting can set 
the tone and warmth of your home. 


How Much Light Do | Need? 


In reproducing the originals, careful attention 
has been paid to the matter of providing a maxi- 
mum of light in accordance with today’s health 
standards. To advise exactly how much wattage 
is required in a given room is difficult because so 
many variables exist. Light walls and carpeting 
will reflect light for example, whereas darker 
colors absorb it. A pink tinted 60 watt bulb 
yields about 75% as much light as a 60 watt 
frosted bulb. A 50 watt frosted bulb produces 
more light than two 25 watt frosted bulbs made 
by the same bulb manufacturer. For these rea- 
sons it becomes impractical for the average con- 
sumer to establish the exact amount of wattage 
he will need. It seems wiser to make sure that 
the lamp or chandelier to be selected can ac- 
commodate a larger bulb than needed, should 
it be required later on. For this reason the insides 
of the old burners, which originally housed an 

oil wick or a gas jet, have been enlarged to ac- 
commodate a standard Edison base socket. All 
Ruby oil lamp fixtures with chimneys accommo- 


date at least 100 watts in each arm. Oil lights 
where indicated accommodate 250 watt 3-way 
bulbs. All other Ruby fixtures accommodate any 
size bulb desired. 

Special attention ought to be given to the 
kind of light required. Student Lamps provide 
excellent reading light, because the milk white 
under part of the glass shade casts most of the 
clear white light downwards on a desk or chair, 
while only a soft glow passes through the shade. 
Over a dinette table, an adjustable fixture is 
very practical, allowing the fixture to be lowered 
after dinner for fine sewing, card games, or hob- 
bies with small details. A lamp with a light in 
the bottom fount might be considered for a 
child’s room or where a night light is needed. 
Remember that chandeliers and wall brackets 
normally provide a general light and help to 
soften pools of local light that portable lamps 
provide. 

The selection of a living-room centerpiece 
chandelier or a chandelier to hang over a dining 
room table depends largely on the question of 
proportion. 4-light chandeliers normally meas- 
ure about 23” in diameter, whereas 5-light 
chandeliers are usually about 27”. Generally 
speaking, if the room is larger than 11’ by 12’, 
or if the dining-room table sits 6 people or more, 
you may consider going to the 5-light 27” size, 
more as a question of proportion than of suffi- 
cient light, since a Ruby 4-light chandelier will 
provide at least 400 watts in any case, far more 
than you should require for a much larger room 
than 11’ by 12’. 

Although in low ceiling houses a chandelier 
will have to use less chain and hang closer to the 


ceiling, it should be remembered that a chan- 
(Continued on Page 23) 


3633 PL Hand-rubbed shades finished in antique brass 

3623 Glassware in Dresden, or Milk White as shown . and undercoated in white for better lighting. Width 28”. 
i les i : i idth Body length 177. 

Svirl eae pe red, white, or yellow. Width (To specify plain founts and center column on any chan- 


delier, include the letters PL.) 


3656 Overlay Glassware in Cranberry Thumbprint, 


French Opalescent Thumbprint, or Milk White-Crystal Edge. 
Width 27”. Body length 17”. 


3633  Hand-rubbed shades finished in antique brass and 


undercoated in white for better lighting. Width 28”. Body 
length 17”. 


684 The Center Oil Reservoir, the five oil founts, and the Dup lex Burners o is 
the original dies. Globes in Satin or Milk White as shown. Each socket accommod 
total of 500 watts. Diameter 27”. Body length 16”. 


*ligh handelier were stamped from 
lates up to a 100 watt bulb, giving a 
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623 Glass Shades in Dresden, or Milk White as shown. 
Swirl glass shades in green, red, white or yellow. Width 


27”. Body length 16”. 


as shown. Wi 


FO = ae eine 


684 PL Globes in Satin or Milk White as shown. Width 686 ‘Hand-rubbed shades finished in antique brass and 
undercoated in white for better lighting. Width 28”. Body 


27". Body length 16”. (To specify plain founts and center 
column on any chandelier include the letters PL.) length 16%, 


6833 PL Hand robbed ‘st 
and undercoated in white 


6823 Glassware in Dresden, or Milk” ¥ 
Swirl glass shades in green, red! se or yellow. Width 
23”. Body length 15”. 


6833 Hand-rubbed shades finished in Eniiave brass and 
undercoated in white enamel for better lighting. Width 
24”. Body length 15”, 


White-Crystal Edge, 
for Cranberry Thumbprint 


as shown. Width: 2 , Body length 15”. 
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682 The burners and oil founts of this 4-light chandelier were stamped from the original dies. Each socket accommo- 
dates up to a 100 watt bulb, giving a total of 400 watts. Globes in Satin or Milk White as shown. Width 23’. Body 
length 15”. : - cose 


3956 Overlay glassware in French Opalescent Thumb- 3933 Hand-rubbed shades finished in antique brass and 
print, Cranberry Thumbprint, or Milk White-Crystal Edge undercoated in white for better lighting. Width 28’. Body 
as shown. Width 27’. Body length 17”. length 17”. 


—— 


3957 Etched glassware. Width 27”. Body length 17. 3901 Globes in Milk White or Satin as shown. Wi 


d 
27”. Body length 17”. - 


6956 Overlay glassware in Milk White-Crystal Ed 
Cranberry Thumbprint, or French Opalescent Thumbp 
as shown. Width 23”. Body length 15”. =a 


. Width 23”. Body length 15”. a 6933 Hand-rubbed shades finished in antique brass ane 
Baedy Etched glassware ain undercoated in white for better lighting. Width 24°: 59c 
length 15”. 
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694 Oil-light chandelier in hand-rubbed antique brass with Crystal Swirl Founts. Globes in Milk White or Satin as 


shown. Width 23”. Body length 15”. 


1753 Gas-light chandelier in Old Polished Brass, with the authentic burners stamped 
cut crystals imported from Europe. The etched satin globes suitably share the tones of 
modate any size household bulb. Width 27”. Body length 16”. 
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from the original dies and 50 
any color scheme, and accom- 


1756 MC! Overlay, at ee OS a 1768 Crystal swirl 
glassware) in Milk = VA & aA ie 2 : = globes. Width 27”. 
White-Grystal Edge. ae = Bia KYB oe BY & S : Body length 18%. 
Width 27% es 7 
Body length 18”. 


1757 Etched glassware. 
Width 27”. 
Body length 18”. 


1 Fr Opa escent Thumb- 
print or Cranberry Thomo Wid 27”. Body length 18”. 
13 
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5536 Etched globes on 
crystal swirl founts. 
Width 28”. 

Body length 21”. 


4537 Etched globes BoHy length 21”. 


14 


5453 Oil-Light chandelier with etched globes on crystal swirl founts. Each socket accommodates up to 100 watt bulb, 
giving a total of 400 watts. Width 24”. Body length 21”. 


(Ruby : 


6002 SH 


6004 GL 


Colonial Chandeliers with solid brass castings and authe> 
tically reproduced scroll arms. 


Arms Width Body Length 
6001 5) 172 153 
6002 6 230 18” 
6603 6 Pak 2a 
6604 12 (2 tier) 27 26" 
6602 6 20 18” 


To specify glass hurricanes, include the letters Gl. Ts 
specify shades—shantung over parchment in Antique Whits 
or Red—include the letters SH and color. (For Contrac 
Colonial Chandeliers, see Page 50.) 
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6003 Colonial Chandelier. 


7323 Glass in Dresden 
or Milk White as shown. 
Swirl glass shades in 
Green, Red, Yellow, or 
White. Width 24”. 
Height 16”. 


Sp ur> 
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7333 Hand rubbed 
shades finished in antique 
brass and undercoated in 

white. Width 25”. 
Height 16”. 


7501 Globes in Milk White or Satin as shown. Width 
28”. Height 16”. 
: Height 16”. 


7533 Wagon Wheel, antiqued and distressed, with 5 oil founts and duplex burners stamped from the original dies. 
Hand-rubbed shades finished in antique brass and undercoated in white for better lighting. Each arm accommodates 
up to 100 watts, giving a total of 500 watts. Width 29”. Height 16“. 
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904 A 4-light with 7” Dresden-type Decorated Glass 
4” rings or Milk White. Width 25’. Body length 15”. 
all length 28”. 


683 A 5-light fixture with 7” Milk White Globes on 4” 
rings. Width 31”. Body length 2212”. 


687 A 5-light fixture 10” Antique Metal Brass Shades 
are White Enamelled inside for better lighting. Width 33”. 
Body length 2212”. 


405 Width 23”. Body length 16”. 


20 


€ 405 A 5-light chandelier in solid brass antiqued by hand, with authentically reproduced Dresden Glassware and 
60 imported cut crystals. Also available with milk white glassware. Width 23”. Body length 16%. 


s : oe ria 
716 The Center Draft Burner and fount cover of this Oil-light Fixture were stam 
chandelier is constructed entirely of solid brass, antiqued by hand, with 36 imported] C 
reproduced Dresden Glassware as shown, or plain milk white glassware upon request. Th 
250 watt bulb and a soft light in the fount. Width 18”. Body length 26”. 
716 ADJ Old-fashioned counterbalance makes height adjustable. 

{Also available without crystals.) 


How To Decorate Your Home With Light 


(Continued from Page 2) 


delier to be used over a table, ought to hang so 
that the lowest part is only slightly above eye 
level, or else it will seem remotely high when 
people are seated. 

All Ruby lamps and chandeliers are Union 
Made, and bear the Underwriters Laboratories 
Seal of Approval. 

Antique Lighting from Colonial to Gas Light 

During the Colonial Period and the early 
1800's, the primary source of illumination for 
interiors, streetlights, and horsedrawn carriages 
was candle light. The most popular chandeliers 
of the day were made of solid brass castings, 
polished, and characterized by the craftsman- 
ship of their cast scroll arms. A collection of 
Colonial Chandeliers can still be seen hanging 
today at Williamsburg, Virginia, and at The 
Metropolitan Museum in New York City. 

Although we often think of Colonial Chande- 
liers as “American” because of their prominence 
during our own Colonial Period, actually these 
lighting fixtures had long been popular in Eu- 
rope, where they frequently appeared in paint- 
ings of the time especially in the Flemish school. 
One can be seen, for example, in Vermeer’s 
“The Artist in His Studio” painted before 1675. 

In recent years with the development of satin 
frosted candelabra bulbs of high wattage, 
“Colonial Chandeliers” have again become very 
popular. The difficulty of electrifying the origi- 
nals, however, stems from the fact that, unlike 
oil or gas light fixtures where the arms were 
originally hollow to allow a passageway for the 
fuel, Colonial Chandeliers were constructed of 
Cast Brass. To electrify them, wires had to be 
strapped to the outside of the chandelier, and 
the result was not only unsightly, but also dan- 


gerous. 
(Continued on Page 30) 


‘Ruby 


704 Glassware in Milk ‘White or Dresden as shown. 
Width 12”, Body length 24”2 

704 ADJ Old-fashioned cgunterbalance makes height 
adjustable. ‘ ae 


(Available without crystals if desired.) 
Hj 2 . 


703 Glassware in Milk White or Dresden as shown. 
Width 13’. Body length 17”: 
703 CP Makes height adju: 


816 Glassware in Milk: White or Dresden as shown. 
Width 12’. Body length 24”: 

816 ADJ Old-fashioned counterbalance makes height 
adjustable. *S 

(Available withou' 
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Width 25”. Body length 21 
Bells. Width 24”. Body length 187. 


7921 Overlay glassware in Cranberry Hobnail or French 
Opalescent Hobnail. Width 24”. Body length 18”. Also 
available with Smoke Bells. Width 24”. Body+length 24”. 


24 


Be ih 2 
B Bells. Width 25 


length 24” Also 
Body length 18 


7923 LB  Oil-Light Chandelier in hand-rubbed antiqued brass with Center Draft Burners stamped from the original dies, 
authentically reproduced Dresden glassware, and a soft light in each fount. Milk White Glassware also available. Width 
24”. Body length 18’, Also available with Smoke Bells. Width 24”. Body length 24”. 


25 


7803 Dresden Glass- 
ware as shown or Milk me | | Hy 
| i siictll shown co 


White. Width 25”. ri | yl 
Body length 22”. 5 MUR cic French pplexcent. 


7823 Dresden Glass- 
ware. Width 24”. 
Body length 24”. 


we 


7814 Oil-light fixture in Matt Black and Antique Brass (or all Antique Brass if specified). With Center Draft Burners 
made from the original dies, and glass shades in Milk White or Dresden as shown. Swirl Glass shades in Red, Green, 
White, or Yellow. Each socket accommodates up to a 100 watt bulb. Width 25". Body length 22”. 


2: 


754 5 Lights Hobnail Overlay Cranberry or French Opal Glass. 
Width 23”. Body length 36”. 
754 ADJ Makes height adjustable. 


753 3 Lights. Hobnail Overlay Glass in Cranberry or French 
Opal. Width 19”. Body length 15”. Overall length 28”. 
753 ADJ Makes height adjustable. 


La 


615 Satin or Ruby Glass. Also Milk White and Amber, 12” 
shade on 10” ring. Turnkey operates top or bottom. Body length 
21”. Overall length 36”. 


406-1 Dresden decorated or colors. Width 20’. Overall height 
38”. Body length 18”. 


614 Satin, Ruby, or Amber Glass. Body length 21”. Overall 
length 36”. 


462 8” Opal Glass. Width 20”. Body length 18”. Overall 
height 38”. 


/872 Antique Flemish Brass finish. 14’ Glass. Colors: Decoration 

as shown, Milk White, Dresden type decoration or Ruby glass. 
3-way socket 30 - 200 - 230. Width 15’. Body length 25”, with 
36 Colonial or Star prisms. (Also available without crystals.) 


755 Cranberry or French Opal Overlay Hobnail Glass. Width 
22”. Body length 15”. Overall length 28”. 
755 ADJ With Counterbalance Adjuster. 


892 PL Angle-light : 

mould. Width 22”. Body length 16% (To specify plain 
founts and center column on any chandelier, include the 
letters PL.) 55 


from the original 


‘894 The left Pullman Lanter F inal (e , 0 ight is Peiqued by hand, and 
the Angle Light Glass is blown in the i i fidth | d igth * (The .894 is not available with 
the plain fount.) s <— ‘ 


701 Optic Ruby, Optic Amber, Mil ite, or Dresden 
Glassware. 25 imported Gut: crystals. Width 14”. Body 
length 24”. yas 
701 ADJ Old fashionéd grounterbalance makes height 
adjustable. a, 


505 Optic Ruby, Optic Amber, Milk White or Dresden 
Glassware. Width 14”. Body length 24”. 

505 CP Center Pulley makes height adjustable. 

(Also available with crystals.) ; 


814 Dresden decorated only. ¢ 

Width 12”. Body length 24”. 

814 ADJ Old fashioned. counterbalance makes height 
adjustable. 

(Also available without cry%tals.) 


How To Decorate Your Home With Light 
(Continued from Page 23) 

One alternative was to abandon the scroll 
arms, characteristic of Colonial Lighting and re- 
place it with a simple tube. In this way a Colonial 
“feeling” could be maintained at a compara- 
tively low manufacturing cost. But the plain tube 
arm was not acceptable for people who had 
once seen the original antique Colonial Chan- 
deliers and who appreciated their styling and 
craftsmanship. 

The best solution was to incorporate the hol- 
low arm, but also to cast the scrolls separately 
— using the original arm as a model —and 
then to braise each piece in place. The result 
was the Colonial Chandelier shown on page 17. 
In respect to proportion and detail it is the same 
as the antique, but it is interesting to note that 
its construction required even greater skill and 


care than the original. 
OIL 
Toward the middle 1800's, there appeared in 


Europe and America a new source of light which 
supplied a longer lasting and more powerful 
flame than the candle —the oil or kerosene 
burner. An enclosed fount housed the fuel, and 
a wick drew the oil into the burner where it was 
ignited. The two main types of burners were the 
Center Draft and the Duplex Burners, both of 
which were made from the same dies that are 
used today to make the reproductions shown in 
this collection. Since they are made from the 
same dies as the antiques, the reproductions are 
so authentic that it is difficult to distinguish them 
from the originals. Their authenticity is evidenced 
by the fact that the reproductions themselves 
have been selected to be displayed — and may 
now be seen —=in The Columbia Historic Re- 
storation (the first capital of California); in the 
restored Gettysburg Hotel in Gettysburg, Penn- 
sylvania; and in The Wax Museum in Washing- 
ton Ds G: 


(Continued on Page 32) 
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iginal dies. The chandelier 
is oil li H tamped from the original di nels 
d fount of this oil light chandelier were $ pte Ses 
he aie a : analy ae eae antiqued by hand, with 36 imported cut errsia an auras ie pe Se 
Opie Ruby Glamwats Be ae or Dresden ‘or plain milk white glassware upon request. 
makes height adjustable. Width 18”. Body length 26”. 
714 Standard Chain Mount. 


(Also available without crystal.) 
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729 Width 14”. Body length 20”. (Also available CP.) 


How To Decorate Your Home With Light 


(Continued from Page 30) 


GASLIGHT 


Before the turn of the Century, Oil as a source 
of light was replaced by Gas which produced a 
more powerful and cleaner burning flame, and 
which was more convenient to operate. It was 
the last important development in lighting be- 
fore the electric bulb. Gas became popular 
throughout Europe and America almost at once, 
not only because it advanced interior lighting, 
but also because it proved to be the first really 
powerful and reliable source for street lights. 
Reproductions of old street lights are shown on 
pages 95 and 96. The gas burners of each are 
stamped from the original dies, and the gas 
cocks were cast using the original pieces as 
models. Both street lights are supplied with imi- 
tation gas mantles which slip over an ordinary 
candelabra bulb or any standard household 
bulb can be used. They may be supplied ready 
to burn gas and with the authentic gas mantles 
included. 

Ruby Gaslight Reproductions were selected 
for the Gaslight Village, Pleasure Island, Free- 
domland, and Disneyland, and can be seen 
almost nightly on television series concerned 
with the Gaslight Era. 


Antique Glassware Authentically Reproduced 


Whenever possible the original glass moulds 
have been used to make the reproductions — 
Angle-Light Glass is an example. But in cases 
when the original moulds no longer exist, new 
ones have been made using the antique glass- 
ware as models. 

The Dresden decoration was reproduced di- 
rectly from an original Dresden Oil Lamp, still in 
the possession of The Ruby Company. The Re- 


production faithfully maintains the soft neutral 


(Continued on Page 94) 
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777 CP 7 i 
Tole chandelier with fount and burner stamped from the original 


ite. 3- 
way socket takes up to 250 watt bulb. Height adjustable. Width: 16". 


dies. Hand-rubbed shade, ‘undercoated in 
Body length 22”. (Also available standard.) 
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726 ADJ The Center Draft Burner and Fount of this oil light fixture were stamped from the original dies. The 
chandelier is constructed entirely of solid brass. Hand rubbed shade finished in antique brass, and undercoated in White 
for better lighting. Old fashion counterbalance makes height adjustable. Width 16”. Length 267. . 

726 (Standard chain mount.) 
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888 CP 3-way socket 


takes up to 250 watt bulb. let 
Body length 22”. Width =) 
16”. Available standard, ie?” 
center-pull adjuster, or 


counterbalance. 


730 16” Antique Shade, 
3-way socket will take up 

to 250 w. Body length 26”. 
730 ADJ Makes height 

adjustable. 


727 3-way socket takes 
' up to 250 w. bulb. Width 
16”. Body length 24”. 
Overall length 36”. Also 
available with same chain 
as No. 716 on Page 22. 
727 ADJ Makes Height 


887 3-way socket, 50- 
Adjustable. 


100-150 or 200 w. straight. 
Body length 22”. Shade 
14”. Also available 
Adjustable. 


779 CP 3-way socket 
takes up to 150 Watt 
Bulb. Center pull adjuster 
allows extension up to 
50”. Width 13”. Body 
length 18”. 


460 3-way socket up to 
50-200-250 w. 16” Metal 
Shade. Body length 23”. 
Overall length 40’. Soft 
light in fount. 

460 ADJ Makes height 


adjustable. w 


35 


3205 5 light Milk White. 95 a 
Body length 22”. Width 22 


3204 2 light Milk White or Dres- 3295 2 light Crystal Gas shade “a J ight Milk White Git 
den Dec. Width 18”. Body length as shown or Ruby. Width 18”. Body — : or SC idth 17. Body le 
14”. length 14”. ; : 


3304 3 lighham BF Dresden Dec. 
Width 22”. Body Jer ig 


a 


3253 Gasli 
dies. Globes 


ght Chandelier i s 
in Milk Whitewse ‘hand cobbed antique brass with authentically reproduced burners sta 
as shown. Accommodates any size household bulb. Width 23”. 


mped from the original 
Body length 18”. 
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2074 2 lights up or down —or 3 lights, as shown. Width 
29". Body length 24”. 
(Width also available 44” — See price sheet.) 


2056 Overlay Glassware in Cranberry Thumee 
French Opalescent Thumbprint, or Milk White— 
Edge as shown. Width 29’. Body length 24”. 
(Width also available 44” — See price sheet.) 


1657 Gaslight Chandelier with ornate scroll c 
authentically reproduced burners made from the e 
dies. Finished in antique brass with imported cut « 
and satin etched glass. Accommodates any size hex 
bulb. Width 25”. Body length 18”. (Also available 
crystals.) 


1656 Overlay Glass- 
ware in Cranberry 
Goin Dot or French 
Opalescent. Width 25”. 


Body length 18”. 


1656 MC Overlay - 
Glassware in 
Crystal edge. 

Width 25”. 
Body length 18”. 


te Milk White or Satin Glass, Width 25%. 


i 


458 Gaslight Chandelier in hand-rubbed antique brass with etched glass shade: 
bulb. Width 24”. Body length 16”. 


C. 2 


4501 5 light Milk Glass or Sat vi thy y_ lengt! 4558 Etched Glass shades. Width 24“. Body length 16”. 
16”, 5 yee? , ts > Sega x 3 


B-3358-2 Overla i ; ee 
y Hobnail Glass in Cranberry or French 4550 Overlay Hobnail Glass in Cranberry or French 
Opalescent. Width 14’. u Opalescent. Width 24". Body length eo v 


4) 
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895 Cranberry and French Opal Overlay 
Hobnail Glass. Width 9”. Length 13”. 


427 Cranberry Hobnail or French Opal Over- 
lay. Length 814”. 


617 Cranberry Overlay or French Opales- 
cent. Body length 18”. 


430 Cranberry Overlay Glass or French 
Opalescent. Length 814”. 


772 Cranberry Overlay Hobnail Glass or 
French Opalescent Glass. Antique Brass Finish. 
Length 11”. 


619 Cranberry Overlay or French Opalescent 
Glass on 7” rings. Body length 20”. 


464 4 light Cranberry or French Opalescent. 
Width 18’. Length 7”. 


680 7%” Hobnail Glass in Cranberry oF 
French Opalescent. Width 9”. Overall length 
PME. 


440 Width 12”. Body length 16”. 1440X_ Width 12”. Body length 12”. 


Overall‘length from 19% Overall length from 15”. 


Handblown Overlay Hobnail Glass in Cranberry or French Opalescent, with antique solid brass arms and fittings. Accom- 
modates any size household bulb. 


420 Dresden Dec or Milk White punched for a 
17 Prisms if desired. Prisms extra. Body length BRAM piecion- Decorated Glaaiennte 
White. Width 12’. Body length 21”. 


y 


\ 


} See 
aE (6 % 


| 


616 Etched Glass. Body length 18”. Overall 
length 30”. 


b, 
41 


Dresden Dec or Milk White. Height 3561 Milk White Glass. Width of glass 612”. 


401 
Body length 10”. Overall length 34”. 


12%". Width 9”. 


Sais otatnadedee nl at, eee et ee 


3301 1 light. Width 9”. 402 Dresden Dec or Milk White 6” ring 
Overall length 17”. punched with 12 holes for prisms, if desired. 
Width 12”. Body length 14%”. 


x 
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-rings: Width 42” Length 19 


Ruby or Amber Glass Bh 4” 


N07 5 light chandelier -with 
{Adkosavailable with-.6 lights.) 
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3031 6-light fixture in decorated Milk White or Colors 
in Swirl Shades. Finish: Antique Flemish Brass. Width 40’. 


Body length 23”. 


4 Py Sea) ye oo G 


3027 6-light fixture. 8’ Shades on 4” Rings in Amber or 
Ruby Swirl. Finish: Antique Flemish Brass. Width 40’. Body 
length 23”. 


> TTT, £m, 
ys \\ nf 


@ echo 
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3034 Antique Flemish Brass finish. 8-light. Complete¥ 
wired, arms detached. 8” Shades on 4” Rings. Amber. 
Ruby swirl or 10” satin or milk glass globes. Width 627 


Body length 30”. 


3006 9-Light Two-Tier Fixture. Cranberry, Amber, Whi= 
with Crystal Edge. French Opalescent Coin Dot. Finis 
Antique Flemish Brass. Width 36”. Body length to top of 


column 27”. 


456 Antique Flemish Brass finish. Ruby or Amber. 8 lights. 


3028 6-light fixture. Cranberry or French Opalescent 
46 Coin Dot, Amber, White with Crystal Edge. Finish: Antique 
Flemish Brass. Width 40”. Body length 23”. 


Width 60’. Body length 26”. 
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SHERRY'S ATLANTIC CITY, NJ. 
CALICO KITCHEN, N.Y. 


R. H. MACY & CO., 
FREEDOMLAND, N.Y. 


HILTON INN 
SAN FRANCISCO, INTERNATIONAL AIRPORT 


CALICO KITCHEN, N.Y, 


We make custom lighting... 


i Hi H Macy's, Sherry’s, Hollywood, 
for The Hotel Corporation of America, The Sheraton Corporation, Statler-Hilton Hotels, Macy 
... for The , ry 
Television, and the Broadway Stage. 


ighti stom specifications. Consult us on 
In addition to the fixtures shown in this catalogue, we also make contract lighting to cu p 
nN aagition to the fixture D 
your next contract. 
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B 3329 Milk white or Ruby. 
Width 40’. Height 30”. Extends 22”. 


3333 Width 62”. Height 30”. 


Pa pore 


A ee ae 


oe” eae oO 


ess 25 Eee rh, 3 
Dee aaer ee 


a total of 1200 watts. 


chandelier were stamped from the original dies 
each wick, and the snuffer on the | it 
bulb, giving 


flame. Each socket accommodates Up to a 100 watt t 


Satin, Diameter 60%. Height 30”. 


Burners and Oil Founts of this 12-light 


of 
the 
or 


se bitte ” aie f Ex. 
ta ee Foran eee re ts ete 
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6006 GL 


6006 sh 


Colonial Chandeliers with solid brass castings and authen- 
tically reproduced scroll arms. 


6006 GL 
6005 
6606 
B6006 


Arms Width Body Length 
12 (2 tier) 37” 7" 

6 B7u 

12 (2 tier) 26” 

12 (2 tier) 29” 


To specify glass hurricanes, include the letters Gl. To 
specify shades—shantung over parchment in Antique White 
or Red—include the letters SH and color. 

*Extends from wall 25”. 


6006 Colonial Chandelier. 


| 


1856 Gaslight chandelier in Old Polished brass, with authentic burners stan Srommihemoncinalacdiaciand.g0) cut 
2 3 ~ <<. ‘ ~ a 2 agi he 
crystals imported from Euro) E glassy e in French Opalescent thumbprint as shown, o Sranberry thumbprint, 


5 


1857 Etched Gas hades Width 42”. Body length 30” 


1890 Milk White globes Width 42, Body 
length 30”. eae ee pee 


ee 1853 Etched Glassware. Width 42. Body length 30”. 
B 1857 Ete Bee Height 30" 
Extends 22”. si 
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3033 6-light fixture. 10’ Antique metal shades. Finish: 


13033 8” shades on 4” rings: white w/crystal edge, 
Antique Flemish Brass. Width 42”. Body length 17”. 


amber, cranberry or French Opalescent. Width 40”. Body 
length 17”. 


Ce ae te a es fj 


Ai oP Lats Mele etae as 3. oe : 
3026 = 8-light fixture. 8’ Globes on 4” Rings in Milk White 
or Satin. Finish: Antique Flemish Brass. Width 46”. Body 


3024 8-light fixture. 10” Antique Metal Shades. Crystal 
Clear Founts. Finish: Antique Flemish Brass. Width 48”. 
length 23”. 


Body length 23”. 


3029 é-light fixture. 8” Globes on 4” Rings in Milk 3023 8-ligh “ yc ji 

: ¢ Als i $ -light fixture. 8” Shades on 4” Rings in Ambe 

White, Satin or Dresden. Finish: Antique Flemish Brass. or Ruby Swirl. Crystal Clear Founts. Finish: Antique Flemish 
Brass. Width 44”. Body length 23”. | 


Width 40”. Body length 23”. 
54 i 


3020 6-light fixture. 7” Globes on 4” Rings in Milk White 


or Satin. Finish: Antique Flemish Brass. Width 40”. Body 
length 17”. 


7668 6-light Milk White on RUByaewirl ‘globes as shown. 3919 9-light fixture. Satin for Milk White as shown. 
Width 44”. Height 20. ees Width 34’. Height 29”. 


3604 6-light fixtures Milk White or Dresden Decoration. 7633 é-light fixtures 10 Hand-rubbed metal shades. 
Width 34”. Height 22”. Width 47". Height 20”, 
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Colors, Milk 
Finish: 


3010 5-light fixture. 10” Shades in Solid 
White or with Dresden decoration on 10” rings. 
Antique Flemish Brass. Width 42". Body length 27”. 


3501 Cranberry Coin Dot with Cranberry Hobnail or 
French Opalescent. Two-Tier Antique Flemish Brass. 12 
lights. Width 48”. Body length 30”. 


3005 6-light fixture. 8” Milk White or Satin White 
Globes on 4” rings. Imported Star or Colonial Prisms. 
56 Finish: Antique Flemish Brass. Width 36”. Body length 27”. 


457 Milk White or Satin. 8 lights. Wid 1 
length 26”. ai en O) 


* 


466 8-light Milk White Crystal Edge. Width 48”. Body 
length 43”. 


3003 9-light Two-Tier Fixture. 8” Globes on 4” Rings ® 
Milk White or Satin. Finish: Antique Flemish Brass. Wis® 
44”. Body length 27”. (Also available in 6-light.) 


. orn 
Pe ee ee eee ae 
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2 115 Banquet Lamp with floral globe in beige tint. 101 Dresden Lamp. Key operates 100 watts in globe 
58 100 watts. Height 31’. and 25 watts in: fount i 28". 


Spey len pingwsini ete ‘ 


Height 18”. 102 LB 10’ Dresden-type or Milk 103 LB Dresden Decoration or Milk 


Dresden Decoration. 
White. Height 22”. White. Height 22”. 


pies + pv 


1000 Dresden Decoration or Milk 
White. Height 14”. 


i ippescen Decoration 9’ shade. 
PBesight 23”. : 

; 156 Floral decorations. Antique finish. 
Height 23”. 


aa 
21 LB 8” Dresden Decoration Globe. D craton 10” shade 
Height 14”. Height 18”. nae ec - 


| 

> Hoo Authentic reproduction Dresden- 
Doe loss with 12” imported Star or 
. pnial Prisms. 7” Shade on 6” Ring. 


106 10” Shade in Red, Green, White or Yellow. Height 
22”. 


100 Dresden Decoration. 9’ Globe. Height 21”. 


107. 10” Dresden-type shade. Height 22”. 


99 Dresden Decoration. 10” Glass. Height 21”. 


60 605 25 Hand-cut imported Crystals. Dresden-type Glass- 102 LB Beige tint. Height 22”. 
. Height 22”. 
wale La 103/D LB Beige tint. Height 22”. 


116 LB Top takes up to 200 watt bulb. Bottom furnished 


1118 36 Imported Prisms. 3-way socket takes up to 250 

wwott bulb, 14” Dresden-type Glass, also Ruby color. with 25 watts. Key operates top or bottom light separately 

Height 3114”. or together. 36 Imported Prisms. 14” Dresden-type Glass. 
Height 29%”. 


176 20 Imported Prisms. Italian Marble Base. Decoration 
tfired-in. Also available with Astral hand-cut shade. up to 250 watts. Height 30”. 


| Height 26%”. 


Abt Wael! 


i 
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L 501 22 Imported Cut-Crystal Prisms. Dresden-type dec- 


603 LB Dresden Decoration or Milk White. 10” Brass 
orations. Height 28”. 


__ ting with 24 imported prisms, Height 22”. 


255 Antique Flemish Brass. Im- 
ported Glass Globe. Height 28”. 


Height 30”. 


250 Imported Etched Glass. 
Height 27”. 


238 Imported Etched Glass. 


77 j 
77 20 Imported Star Prisms. |m- 
ported hand-cut Glass Globe. 
Height 2612”. 


243 Antique Flemish Brass Finish. 
3-way socket. 12” cut glass, optic 
ruby, Dresden decoration with im- 
ported prisms. Height 29”. 


| ODverlay Glassware 


shberry Thumbprint, 
+ french Opalescent 
soniat, or Milk White 


Sic! Edge, as shown. 
Height 29” 


124 Milk White or 
Dresden Dec., as shown. 
Height 30” 


268 269 


Classic Oil lamps with imported 
etched glassware and handpainted 
porcelain bases of terracotta red 
or empire green, trimmed in white 
with gold relief. No. 268 height 
27”, No. 269 height 31”. 


126 Crystal swirl fount 
1 —with Etched Glass. 
25 Etched Glass. Height 30” 


Height 30 63 


160 D LB Also in Milk 
White. Height 19”. 


159 DLB_ Height 19”. | 


112 W LB Key operates 
top, bottom or both. Also 
Tan, Green, Pink. Height 
PES 


111 D_ Tan, Green, Pink. 
Height 25”. 


117 Height 31%”. 


111 W White Opal Glass 
or Satin. Height 25”. 
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78 25 Imported Prisms. 
Marble Base. Hand-deco- 
rated Maroon or Green 
Shade... or in solid 
Green. Height 2612”. 


184 1B Hand-painted 
Bexoration in Maroon or 
‘Steen, Key operates top 
%r base light separately 
together. Height 21”. 


150 LB’) Hand-painted 
decoration in Maroon or 
Green. Key operates top 
or base light separately 
or together. Height 21”. 


180 LB Hand-painted 
floral decoration with Ma- 
roon or Green. Also 1325 
decoration as on globe of 
115 lamp. Turnkey oper- 
ates top and bottom lights 
individually or together. 
Height 26”. 


239 Antique Flemish 
Brass Finish. Hand painted 
globe as shown in green 
or maroon. Tinted globe 
with 1325 decoration. 
Height 40”. 12” globe. 


152 LB) Hand-painted 
decoration in Maroon or 
Green. Key operates top 
or base light separately 
or together. Height 26”. 
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172 Cranberry or French Opal 


Overlay Hobnail Glass. Height 
16%”. Height 1712”. 


IDV (Bet Bay RE RES 


609 8” shade in Granberry Over- 
2201 Coin Dot Cranberry Over- lay, French Opal. Height 10”. 


lay or French Opal. Height 1034”. 


no el 

110 Antique Flemish Brass. 9” 
Hobnail overlay globe in Cranberry 
or French Opalescent. Height 33” 
overall. 


164 Overlay Coir Dot in Cran- 
berry or French Opalescent Glass. 
Height 22”. 


171 Crimped Overlay Cranberry. 


56 8” Glass on 4” ring. Cran- 
berry, Amber or French Opal Glass. 
White with Crystal Edge. Height 


23”. 


121 Cranberry Overlay French 
Opalescent. 8’ shade on 7” ring. 
Height 20”. 


174 Overlay Thumbprint Glassware in Cranberry or 
French Opalescent as showm Key that originally controlled 


the wick now Operates bulbs in both the u 
globes which light either separately or toget 


; 


per and lower 
er. Height 22”. 


168 Overlay Hobnail Glassware in French Opalescent 
or Cranberry as shown, Key that originally controlled the 
wick now operates bulbs in both the upper and lower 


golbes which light either separately or together. Height 25”. 
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61 Antique Flemish Brass Student Lamp. 10” Shade in 


Red, G ; White. 25” to 29” adjustable. 
¥ pemicib rca ute.25; 10/29" adjustable 81 LB 8” Dresden-type Shades. 25” to 29” adjustable. 


50 10” Dresden-type decorated shade. 25” to 29” ad- 
justable. 


i\ 


82 LB 8” shade. 25” to 29” adjustable. 51 10” Shade in Red, Green, Yellow or White. 25” to 
a 29” adjustable. 


oe titties 


¢ 3 4 


60 Student Lamp in Antique Brass with Center Draft Burners stamped from the original dies, and Gravity R i 
tank. Red, Green, Yellow, White, or Dresden glass shades. Colored ‘shades undercoated in white to cast hed 200 w ca 
reading light down on desk or chair. Height adjustable. Width 22”. Length 28", : q 


15316” shade. 3-way socket. Height 26”. 


Wired for 3-way bulb. Height 23”. 


27 15” shade. 3-way socket. Height 28”. 26 3-way socket. 16” shade. Height AH. 
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247 Imported Etched Glass. 
Height 15”. 


246 Imported Etched Glass. 
Height 20”. 


Sa ] 652 Hobnail Glass 


ae 


1845 Imported Etched Glass. 
Height 18”. 


in Cranberry or French 
Opalescent. Height 25”. 


186 Imported Etched Glass. 
Height 18”. 


241 Swirl Glass. Height 24”. 


F208/0 


F226 16” Antiqued Metal F60 Shades in Red, Green F208 D if 

6 , ' 10” Shade. 
Shade with Gallery. 3-way Yellow, White or Dresden- Height 59” =_ 
socket takes up to 200 watt type. Height 58”. ; 


bulb. Height 60”. 


F305 25 Imported F314 10” Globe. F207. Floral Globe. F303 LB Dresden. 
72 Prisms. 10” Shade. Height 58”. Height 59”. Height 58”. 


Haiaht 58”. 


F203 LB 
shade. Height 59”. 


10” Dresden-type 


a 


SS ot 


F81 LB 8” Dresden shade on 7” 
fitter. Height 58”. 


Mey F315 
ne 
wr wo > 
ae 
&S <a 


F315 Hobnail 8” Glass Globe 
in Cranberry or French Opal 
Overlay. Height 58”. 


F51 


F82 LB 2-lights. 8” Dresden 
shades on 7” fitters. Height 58”. 


10” Shade in Green, Red, 
Yellow, White, or Dresden-type- 
Height 58”. 


F312 40 Imported Crystal Prisms. 
8” Dresden-type Glass. Height 56”. 


P266 3-light Room Divider Pole 
Lamp. Antique Flemish Brass 
Glass etched. 


F202 LB Dresden Decoration. 
Height 59”. 


P262 3-light Room Divider Pole 
Lamp. Antique Flemish Brass. 
Opal, Green, Red, Yellow, 

Dresden Decorated. 10” Shade. 


F50 10” Shades in Red, Green, 
Yellow, White, or Dresden-type 
Height 58”. 


or 


P267 3-light Room Divider Pole 
Lamp. Antique Flemish Brass. 
White with crystal edge. 
Cranberry, F.O. 


B515 Oil Light Bracket in antiqued brass with Duplex Burners. Swirl glassware in Ruby or Amber. Each socket accom- 
modates up to a 100 watt bulb, giving a total of 300 watts. Width 24”. Height 23”. Extends 12". 


Colonial Brackets with solid brass casting and authentically 
reproduced scroll arms. 


Width Body Length 
B6002-2 SH 14” 132 
B6002-2 GL 14” 13” 
B6002-3 14” 13” 
B6001-1 4” 13” 
B6002-3 14” 13” 


To specify glass Hurricanes include the letters GL. To 
specify shades —shantung over parchment in Antique 
White or Red —include the letters SH and colors. (For 
Contract Colonial Brackets see Page 50.) 


B6823-2 Dresden Decoration or : We eat 
Milk White as shown. Length 15”. ; 2 Chee ° length 15/2 W 
Width 18”. Extends 10”. : E : ; ; ; Biexjends! 


oz hy ‘ B6837-1 E 
B681-1 10” Metal Shade. 4 CT i “ane 
Length 17”. Width 10”. Jf . Dd p/ ate 3 BK 4s 9%. 
Extends 11”. » am: ; : Y c ) 


B6856-2 French Opalescent or a id 
Cranberry Coin Dot as shown. ig 
Length 15”. Width 16”. B7833-1 10” M 


78 Extends 10”. Length 17”. Wi 
Extends 10”, 


; B6956-2 Gloss in Cranberr 
E escent or Crystal Edge. Length 


ry 


OAR Fee ee ee RAO RS OPO REET OS 


B694-3 Oil-light bracket in hand-rubbed antique brass with Crystal Swirl Founts. Globes in Milk White or Satin as 
shown. Width 20’. Length 15”. Extends 12” from wall. 


Ol! light brocket in cntiqued 
yeed Dresden Gla 
14”. Extends 83%” from 


f QW PD» 


1 


apne earn 


a 


ereerioee 


B1753-3 Etched Glass. Length 18”. Width 18”. 
Extends 10”. 


B1756 MC-2 Cranberry Coin Dot or French Opalescent 
or Milk White Crystal Edge as shown. Length 11”. 
Width 18”. Extends 9”. 


B1701-3 


Satin or Milk White as shown. Length 18”, 
Width 18”. Extends 10”. 


B1756 MC-1_ Cra 
or Milk White « 


tin Id Polis ci Brass or Tantiaue Brass, with authentic gas: burners, 
yatals Gas shade, blown from the orginal glass mould, accommodates 


. 
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B3358-3 Gas Light bracket in solid brass, antiqued by hand, with aitheaes gas s shat es. od. fes any size house- 


hold bulb. Width 19”. Length 15”. 


Length 9”. Width 14”. 
Extends 8”. 


B459-2 Etched Glass. 


*) 


Lengin 


; 


shown 
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B3322-2 Gas light bracket in solid brass, antiqued by hand, with authentic gas burners, stamped from the original 
dies peer Satin or Milk White as shown. Accommodates any size household bulb. Width 19’. Length 14%. Extends 
rom wall. 


W505 X Adjustable Wall Fixture extends 17” to 30” 
from wall. 10’ Dresden-type shade, also Milk White, Green. 


W777 Adjustable Wall Fixture extends 17” to 30” from 
wall. 16” metal shade. 3-way socket will take up to 
200 watt bulb. 


W887 Adjustable Wall Fixture extends 17” to 30” from 
wall. 14” metal shade. Key operates 50-200-250 watt bulb. 


| 


W704 X Adjustable Wall Fixture extends 17” to 30” 
from wall. Dresden-type shade, also Milk White. Turnkey 
operates top or bottom lights. 
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OB561_ Both the reproduction and the original are made of solid brass, with beveled glass, and silver candle holders. 
Both are 30” high, 9” wide and extend 10” from the wall. The Antique is at the left. (c. 1830) 


Body length 14”. Width 8”. 


B-3551 Carriage Lamp. Brass and Black Finish, inside 
Chrome Plated. Width 512”. Overall Length 19”. 
Extends from wall 7”. 


620 “Reflex” Burner, to burn natural gas. 


432. Ruby, Amber or Dresden decorated, as shown. 


eens: 


ig 
OB661 Late 18th Century Carriage Lantern with cast 
bronze trim and cast bronze spread eagle. Finished in 
black and brass. Length 31”. Width 9”. 
Extends 10” from wall. 


OB461 Late 18th Century Carriage Lantern constructed of solid Gras y y beveled and polished 
glass. Weatherized finish in black and brass. Socket accommodates any ‘ bul 731%. Width 9”. 93 
Extends 10” from wall. OB 461SIL same as above but silverplated. : : 


OB469 Length 36”. Width 17”. Extends 13”. 


OP 470 Com 
weatherized Mat 
extended to of 
adjustable from 
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, finished in 
which may be 


antern and Post 


(Ruby 


How To Decorate Your Home With Light 
(Continued from Page 32) 


colors that originally made Dresden Oil Lamps 
so popular. The decoration has been fired into 
the glassware, actually becoming a fused part 
of the glass, so that no amount of washing or 


scrubbing can scratch it. 


Another type of handblown glass popular in 
the 1800’s was Overlay Glass. Overlay Glass or 
Cased Glass is two layers of glass, usually of 
different colors, one layer gathered over the 
“bubble” of the other and then blown at the 
same time into the same mould. By skillfully 
reheating the Hobnail piece made from this 
combination, the white tips of the “hobs” in 
Cranberry Hobnail and French Opalescent Hob- 
nail are formed. An example of each is shown 


on page 43. 


The Ruby Company’s glassware is blown to 
fit the antique holders, and faithfully reproduces 
the original colors and patterns. It is for this 
reason that so many antique dealers use Ruby 
Glassware to replace the originals. All prisms 


are the finest cut crystals imported from Europe. 


Whichever period of lighting you choose for 
your home, and many designers prefer to mix 
periods or use reproductions in modern settings 
(see dinette on page 32 from Good Housekeep- 
ing), it is a source of satisfaction to know that 
the lamps and chandeliers you select are not 
“mixtures,” but are reproduced from the origi- 
nals, and in most cases are made from the same 


dies that were used to make the originals. 


SQO 


OH468 Outdoor postlight of cast aluminum, constructed to last a lifetime, finished in weatherized matt black. The 
gas fittings and gas burner are stamped from the original dies. The imitation mantle slips over an ordinary candelabra 
bulb, or a larger bulb may be used without the mantle. (Also available with complete fittings and authentic mantle to burn 


gas, if requested.) Without Post. Height 30”. Width 15”. 


“Post, finished in 

: Rest which may be 

extended to one sid@ fe hang gn. Lantern and Post 
adjustable from 8 feef to 12 feet. 


Ut ht in solid brass, finished in weatherized matt 
black and antique brass. The gas fittings and gas burner are stamped 
from the. original dies. The imitation mantle slips over an ordinary 
candelabra bulb, or a Jarger bulb may be used without the mantle. 
(Also ayailable with complete fittings and mantle to burn gas, if 
96 : requested.) Without post. Height 30”. Width 12”. 


Flntique Glassware 
Authentically Reproduced 


The Ruby Company’s Glassware is blown to fit the antique 
holders, and faithfully reproduces the original colors and pat- 


terns. That’s why so many antique dealers use Ruby Glassware 


to restore the original lamps. 


There is something unique about every piece of Ruby Hand- 
blown Glassware. Because it is hand made, every piece is 
just a little different than any other, and no one piece can 
ever be perfectly duplicated. First, the “Gatherer” lifts just the 
right amount of molten glass from the furnace on his blow 
pipe and twirls it in a hollowed-out block which makes it a 
pear-shaped ball. Then the “Blower” places the molten ball 
in a blow-mould and blows in just the right amount of air to 

give the shape and pattern of the mould. From there the blown 

piece goes to the “Finisher” to be shaped 

or crimped. Next it is ready for annealing 

and the final inspection where it is checked 


for defects and for fitting with antique parts. 


One nice thing about owning reproductions 
from The Ruby Company is that you know 


the replacement glassware is available, 


should you ever need it. 


(Drawing Courtesy of Fenton Glass) 
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662. Het. 9”. G164. Het. 9”. G132. Het. 10” G57. Dia. 7” 
Dia. 6”. Fitter 2%”. Dia. 7”. Fitter 4”. Fitter 4 Fitter 4” 
French Opal or Cranberry. 


GD873. Het. 8”. 
Dia. 7”. Lg az G237. Het. 842”. G53. Het. 912”. 633. Dia. 10” 
Dresden Decoration Dia. 7”. Fitter 4”. Dia. 6”. Fitter 2%”. Fitter 2” 
or Opal. 


G616. Het. 10”. _ G236. Het. 9”. G254. Het. 814”. G251. Het. 9”. 
Dia. 642”. Fitter 34%”. Dia. 712”. Fitter 4”. Dia. 7”. Fitter 3%”. Dia. 64%”. Fitter 33%”. 


6610. Het. 9%” G248. Het. 8”. G186. Het. 912” 6894. Top 


Dia. 5%”. Fitter 3”. Dia. 6”. Fitter 2%”. Hobnail Cranberry Dia. 54%”. Fitter 2%”. 6894. Bottom 
Dresden Decoration. or French Opalescent. 2 Pc. 


G906. Fitter 3%”. G171. Het. 642”. 6230. Het. 642”. G63. Het. 7”. G246. Het. 742”. 
Amber. Dia. 6”. Fitter 336”. Dia. 5”. Fitter 4”. Dia. 4”. Fitter 2”. Dia. 5”. Fitter 256”. 
Cranberry Coin Dot Only. Opaline or Ruby. 
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GIO. 10”. 4” Fitter Frosted. 
9”. 4” Fitter Etched. 


G180. 12”. 4” Fitter. 
Green or Maroon Decoration. 
Hand Painted or also with 

Decoration as on G115. 


G111. 10”. 4” Fitter. 
Milk White, Satin 
or Dresden Decoration. 


G111D. 10”. 4” Fitter. 
Hand Painted Decoration. 
Green, Pink, Brown, Tinted. 


G159. 8”. 4” Fitter. 
Hand Decorated, 
Brown Tint, Milk White. 


G234. 8”. 4” Fitter. 
Crystal. 


G112. 10”. 4” Fitter. 
White, Green, Pink 
or Brown Tinting. 


G50. 10x 4. 
Cranberry or French Opalescent. 


G44. 8”. 4” Fitter 
Pink Decoration 
or Milk White. 


G453. 7”. 4” Fitter. 
Satin Etcher. 


Gi01D. 10”. 4” Fitter. 
9” x 4”. 8”. 4” Fitter. 
Dresden Decoration 


- Gy 

Lr : 

emia) 
ns j 
6152. 10”. 4” Fitter. 


Hand Decorated. 
Green or Maroon. 


nergy 
A 

G91. 9”. 4” Fitter. 

Ruby or Milk White. 


6468. 7”. 4” Fitter 
8”. 4” Fitter 
Ruby 


GD102. 10”. 4” Fitter. 
Beige Tint. 
Green Tint. 


G115. 10”. 4” Fitter. 
Brown Tinting. 


6231. 10”. 4” Fitter. 
7”. 4” Fitter. 


G101. White 7”. 4" Fitter 
8”. 4” Fitter 
3”. 4” Fitter 
10”. 4” Fitter 
12”, 4” Fitter 


G77. 10”. 8” Fitter. 
Hand Cut Shade. 


G121. 8”. 7” Fitter. 
Hobnail Overlay, Cranberry 
or French Opalescent. 


G106. 10” 
Red, Green, 
Yellow, White. 


G40. 8”. 7” Fitter. 
Red, Yellow, Green, White. 


6904. 4” Fitter. 
Dresden Decoration 
or Plain White. 
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G501. 12”. 914” Fitter. 
Dresden Decoration Only. 


G615. 12”. 10” Fitter 
Milk White, Ruby or Amber. 


— 


G43. 8”. 7” Fitter 
Pink Decoration 
or Milk White. 


Gi60. 8”. 7” Fitter. 
Hand Decorated. 
Brown Tint 
also White. 

No decoration. 


G1000. 7”. 6” Fitter. 
Dresden Decorated, 
Plain White or Green. 


G79. 12”. 10” Fitter. 
Dresden Decorated. 
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G154. 12”. 10” Fitter 
Green or Maroon 
Hand Decorated. 


G1. 7”. 6” Fitter. 
Hand Cut Satin. 


G23, 8”. 7” Fitter. 
Dresden Decoration 
or Milk White. 


G873. Het. 8”. 
Dia. 7”. Fitter 4”. 
Ruby or Amber Swirl. 
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G716. 14”. 
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Dresden Decoration Twn Pri 
or Plain White. G168. 914”. 4” Fitter. Optic Ruby or Amber. 


Also with Dec. as on G115. Hobnail Cranberry Overlay 


or French Opalescent. 
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GD103. 10” Beige Tint. G99. 10” Beige Tint. 6103. 10” Dresden Decoration 896. 14”. Hobnail 
Green Tint. or Milk White. Amber, Ruby, Satin. 


G103/T. Brown Tint. 
Also 12” Size 
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CH14. cH12. CH102. CH726. CH8I16. CH7I6. CHI. CH23. CH704. 

25%" Fitter 254” Fitter 25%” Fitter 344” Fitter 314” Fitter 4” Fitter 2” Fitter 256” Fitter 3” Fitter 

100 Watt, 100 Watt 100 Watt 200 Watt 200 Watt 200 Watt 75 Watt 100 Watt 100 Watt 

Height 14 Thin Belly Height 10” % Frosted % Frosted % Frosted Height 642” Height 842” Clear or 
Height 12 Height 10” Height 10” Height 12” % Frosted 
Height 844” 

ASS, SBR. 
ve 
\ 
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G56. Het. 542” 
Dia. 8”. Fitter 4” 
Cranberry, 
French Opal or 
Coin Dot. 


G750. 7”, 242” Fitter 
French Opal or Cranberry 
Overlay 


G56. Het. 542”. 
Dia. 8”. Fitter 4”. 
Milk White with 
Crystal Edge. 
Also Solid Amber. 


ASM. 
y AT? See \A 
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G458. Het. 4”. 
Dia. 7”. Fitter 236”. 


Imported Prisms 
4” Plain or Star. 


Imported Prisms 
3” Plain or Star. 


G245. Hgt. 8”. 
Dia. 4”, Fitter 344” 
Frosted Shade. 


6247. Hgt. 6”. 
Dia. 5”, Fitter 244". 


G172. Het. 


Hobnail Cranberry 
or French Opal. 


G95. Shade. 
4” Fitter. 
Crystal or Ruby. 


Dia. 6”, Fitter 34" 
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AMAIN OFFICE: AND SHOWROOM: NEW YORK—129-West-27th-Street, Tel. CH 2-5112 
Showrooms —— Atlanta: Atlanta Merchandise Mart, Room 702, Tel. 521-0029 — Chicago: 1294 Mer 
chandise: Mart, Tel, 644-1280 — Dallas: 2301 Trade Mart Building, Tel. RI 82611 — San Francisco: 

= 501 West Merchandise Mart, Tel. KL 2-231). Cable Address: LIGHTING NEW YORK 
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